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Message Text 

UNCLASSIFIED 

PAGE 0 1 MOSCOW 06818 1 7 1 840Z 

ACTION SY-05 

INFO OCT-01 ISO-OO /006 W 

180445Z 044700/12 

R 171346Z MAY 77 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 7485 
INFO AMCONSUL FRANKFURT 

UNCLAS MOSCOW 6818 

SY CHANNEL 

FOR A/SY/T FISCHER AND LECHEVET, SY/SAS PASS TO TOLSON; 

FRANKFURT FOR OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: MOSCOW FIRE SAFETY PROGRAM 

1 . EMBASSY HAS INITIATED ORDER FOR A FIRE DETECTION AND ALARM SYSTEM 
AND A HALON FIRE SUPRESSION SYSTEM WHICH WILL BE INSTALLED IN THE 
CHANCERY AREAS. BOTH SYSTEMS WILL BE REMOTELY MINITORED AT A STATUS 
PANEL LOCATED AT MSG POST #1. 

2. TSO BRANDT IS PRESENTLY REVIEWING DESIGN PROPOSALS OF BOTH SYSTEM 
S~ 

HALON FIRE SUPPRESSION LOW BID MARYLAND FIRE EQUIPMENT COMPANY, AND 
FIRE DETECTION AND ALARM SYSTEM BEING PROVIDED BY HONEYWELL INC. 

3. FOR TSO LECHEVET: AS YOU WILL MOST LIKELY BE DIRECTLY INVOLVED IN 

THE INSTALLATION AND MAINTENANCE OF THESE SYSTEMS, YOU MAY WISH TO 
REVIEW THE PROPOSALS YOURSELF. POINTS OF CONTACT IN A/FBO ARE PAUL 
STANGE AND GERRY MORRISON. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: SY 
Current Classification: UNCLASSIFIED 

Concepts: FIRE SAFETY, TECHNICAL SECURITY, BUILDING OPERATIONS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 17-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MOSCOW06818 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: n/a 
Format: TEL 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 2 

Legacy Key: Iink1977/newtext/t19770549/aaaabqac.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE 

Message ID: 377c3d92-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2487828 
Secure: LOCK1 
Status: NATIVE 

Subject: MOSCOW FIRE SAFETY PROGRAM 
TAGS: ASEC 

To: STATE FRANKFURT 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/377c3d92-c288-dd1 1-92da-001cc4696bcc 
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